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ENCLOSURE 3
Physical Specifications for Becipient Data Exchange Data Records

Enclosure 3 provides the physical specifications for Recipient Data Exchange
data. Part A describes the requirements to which your Institution SAR Data
Tape input must conform. Part B describes the physical characteristics we
will use for the Processed Payment Data Tape output (described in Enclosure
2). Part C describes the external label required for the Institution SAR Data
Record Tape.owing data fields!
